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i, fn Den 1953 about 18,200 UGH 81 tubes from the HF Works, Berlin-Ober- 
schUneweide were delivered to the Soviet Union, The tubes are not available 
for the German preduction /sig/ [ believed to be going to the USSR_/ of the 
RFT plants. 


2. ‘The research department for electronic technique at Berlin-Friedrichshafen 
hag been put under the authority of the Volkspolizei by the Soviet authority, 
Selentifically it works in cooperation with the HF Works, 
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